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married him to his cousin Sophia Dorothea, Princess of Zelle ; a marriage that proved disastrous to both parties. He treated his young wife with considerable brutality for several years and finally, when she had borne him two children, banished her to the Castle of Ahlden, where she remained in the strictest confinement until her death thirty-four years later.
George's arrival in England, despite' the general satisfaction at the failure of the Jacobite intrigues of the extreme Tories, was greeted with little or no enthusiasm, and throughout his reign he did nothing to achieve the popularity that had been denied him at his accession. His subjects were never of the opinion that to know him was to love him, and the bad impression created by the long train of favourites he brought with him from Germany at the beginning of his reign was only strengthened as his partiality for Hanover and the rapacity of his character became more and more apparent. In these circumstances it says much for his natural shrewdness that he contrived to remain comparatively firmly on a throne to which a large proportion of his subjects considered he had no legal right.
The new King had seen at once that he had only been chosen by the Whigs as the lesser of two evils, and that any line of action initiated by him would be certain to oflend at least half the country. He was therefore only too happy to leave the conduct of affairs in the hands of his ministers and to transfer to their shoulders the responsibility for the success or failure of the policy of